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electrical contact.    A magneto bell is generally employed in connection with this transmitter for calling.
For long distance telephony the  Edison carbon button transmitter is superior to the Blake.
TELEPHONE  CIRCUITS.
The annexed diagram shows all of the electrical connections for one end of a telephone line, both ends being
FIG. 558.
Circuits of the Telephone.
alike. The connections are shown in condition to call or receive a call. When a call is received, the current passes from the line through the switch, E, button, i, key, top contact of the key, bell magnet, and ground wire, A, to the ground.
When the key is depressed to call a distant station, the key touches the lower contact, on the battery wire, D, sending the current through the button, i, switch, E, and line to the bell and ground of the distant station. The current returns by the ground and wires, A C, to the battery.
After calling, the switch, E, is moved to button, 2, andch is pressed by a highly polished earbon bull on inserted in a piece of brass weighing two or three: pennyweights and fastened to the free end of (he spring, K.
